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N presenting this catalog to our patrons, we have selected but a few of our many 
designs suitable for all kinds, sizes and shapes of rooms — no matter for what pur- 
pose the rooms or buildings are intended. 

RE-PRESSED BEAD JOINTS AND DIE-CUT NAIL HOLES 

ARE FEATURES OF VAST IMPORTANCE 



"Artistic" Metal Ceilings have these money saving features. Get a set of samples and 
test them — a postal card request will be the whole cost. 

Plates and panels are true on all sides; perfect fitting and in true alignment and the nail 
holes register perfectly at every point. In erecting, the patterns can not get out of line; no 
nails have to be driven through the metal and the job is done better in much less time. 

Aside from the above there will be no open joints — the bane of Architects, Owners and 
Ceiling Erectors. 



ARTISTIC 
FIRE PROOF 
EASILY ERECTED 

Correspondence Solicited. 



PERFECT FITTING 
DUST PROOF 
SANITARY 



ECONOMICAL 
VERMIN PROOF 
PERMANENT 



International Steel and Iron Construction Company, 
evansville, ind. 



Artistic Metal Ceilings 







Design 8132 

The above illustration is but a single specimen of our product and workmanship. It will show the beauty and artistic 
effect, but actual service alone will show the economy and give entire satisfaction, 



International Steel and Iron Construction Company, 

EVANSVILLE, IND. 



WORKING PLANS 

a - H OWING the arrangement of materials shipped, are furnished in all cases where 
_ diagrams of the rooms to be ceiled are given us, and detailed drawings showing the 
^♦9 method of applying are made. If a diagram of the room to be ceiled is furnished, 
* with the distances from point to point, and the size and shape of all offsets, openings 
and irregularties indicated, we will be able to make more intelligent estimates, and if desired, 
submit free of charge, a design for the approval of the customer. 

In all cases inform us of the height of the room and the distance from the window and 
door casings to the ceiling, so that a cornice of suitable depth may be selected. 

More satisfactory results may be obtained if some choice of design is indicated when 
inquiry is made. However, if customers express no preference, we will prepare an artistic 
arrangement of plates suitable for the shape of the room and the purpose for which it is to 
be used. 

The International Steel and Iron Construction Company 

EVANSVILLE, IND. 



International Steel and Iron Construction Company, 
evansville, ind. 



ARTISTIC METAL CEILINGS 




DESIGN NO. 8252 



Composed of Cornice 4299, Filler 4574, Panels 4870, 4871, 4872 

Average price $9.75 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



ARTISTIC METAL CEILINGS Internat.onal steel and Iron Construction Company, 



EVANSVILLE, IND. 




DESIGN NO. 8132 



Composed of Cornice 4221, Filler 4574, Field 4497, 4498, 4271 

Average price (Standard Bead Joints) $9.70 per square, not including furring strips 

Average price (Interlocking Joints) $11.40 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



International Steel and Iron Construction Company, 

EVANSV1LLE, iKD. 



ARTISTIC METAL CEILINGS 




Design No. 8355 



Composed of Cornice 4556, Filler 4263, Border 4200, Field 4211 

Average price $9.50 per square, not including furring strips 

Note—Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 






ARTISTIC METAL CEILINGS 



INTERNATIOKAL STEEL AND IRON CONSTRUCTION COMPANY, 
EVANSV1LLE, lND. 




DESIGN NO. 8221 



Composed of Cornice 4292, Filler 4574, Panels 4361 

Average price $9.45 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



International Steel and Iron Construction Company, 
evansville, ind. 



ARTISTIC METAL CEILINGS 




DESIGN NO. 8222 



Composed of Cornice 4221, Filler 4574, Panels 4350 

Average price $9.45 per square, not including furring strips 

Note—Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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International Steel and Iron Construction Company, 
evansville, ind, 




DESIGN NO. S211 



Composed of Cornice 4469, Filler 4263, Border 4482, Field 4486 

Average price $9.35 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



INTERNATIONAL STEE^ ANDIRON CONSTRUCTION COMPANY ARTISTIC METAL CEILINGS 
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DESIGN NO. 7042 



Composed of Cornice 4720, Filler 4263, Border 4509, Field 4700 

Average price $9.30 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 

EVANSVILLE, lND. 




Design No. 8iio 



Composed of Cornice 4222, Filler 4807, Border 4306, Field 4680 

Average price $9.20 per square, not including furring strips 

Note—Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



, NTERN AT.ONAL STEEL AND JRON ^CONSTRUCTION COMPANY, ARTISTIC METAL CEILINGS 
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Design no.8240 



Composed of Cornice 4411, Filler 4574, Border 4404, Panels 4398 

Average price $9.20 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Pie-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansv1lle, ind. 




DESIGN NO. 8291 



Composed of Cornice 4292, Filler 4574, Panels 4641, 4642, 4643 
Avenge price (Standard Bead Joints) $9.15 per square, not including furring strips 
Average price (Interlocking Joints) $11.15 per square, not including furring strips 
Note— Prices vary with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



INTHRNAT.OHAL STEE^ ANDIRON CONSTRUCTION COMPANY, ARTISTIC METAL CEILINGS 



16 







DESIGN NO. 8109 



Composed of Cornice 4299, Filler 4574, Border 4766, Field 4769 

Average price $9.10 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company. 

EVANSVILl.E, IND. 







DESIGN NO. 8228 



Composed of Cornice 4299, Filler 42G3, Border 4316, Field 4496 

Average price $9.10 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



International Steel and Iron Construction Company, 
bvansville, ind. 



ARTISTIC METAL CEILINGS 
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DESIGN NO. 8233 



Composed of Cornice 4292, Filler 4574, Border 4205, Field 4206 

Average price $9.10 per square, not including furring strip?. 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansv1llf, inh. 




DESIGN NO. S108 



Composed of Cornice 4197, Filler 4807, Border 4306, Field 449(1 

Average price $9.05 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



■,.^«AL STEEL AND IRON CONSTRUCTION COMPANY, 
INTERNATIONAL EVANSVILLE, IND. 



ARTISTIC METAL CEILINGS 
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DESIGN NO. 7040 



Composed of Cornice 4431, Filler 4263, Border 4404, Field 45S1 

Average price $9.05 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
Evansville, Ind. 




Design No. 8247 



Composed of Cornice 4619, Filler 4263, Border 4610, 4607, 4614, Corner 4605, 4606, Plate 4604, Field 4602 

Average price $9.00 per square, not including furring strips Re-Pressed Bead Joints and 

N 0te _p r jce varies with size and shape of room Die-Cut Nail Holes 



INTERNAT.ONAL STEE^AND^RON CONSTRUCTION COMPANY ARTISTIC METAL CEILINGS 
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DESIGN NO. 8314 



Composed of Cornice 4292, Filler 4574, Panels 4226 

Average price $9.00 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company. 

EVANSVILLE. lNU. 
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DESIGN NO. 8048 Composed of Cornice 4221. Filler 4574, Border 4225, Mold 4230, Field Panels 4273 

Average price $9.00 per square, not including furring strips 
Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



JNTF* 



RATIONAL STEBL AIJDJROJ CONSTRUCTION COMPANY. ARTISTIC METAL CEILINGS 
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DESIGN NO. 8215 



Composed of Cornice 4221, Filler 4574, Panels 4226, 4227, 4228 

Average price $9.00 per square, not including furring strips 

Note— Price varies with size and shape of room 



\,-y.^-s.-y 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS Intsrnat.onal Stbhl^ito1*j Construction Company. 




Design No. 8253 



Composed of Cornice 4301, Filler 4263, Border 4316, Field 4206 

Average price $8.90 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



, HTE RNATlONAL STEEL^ND^RON CONSTRUCTION COMPANY, ARTISTIC METAL CEILINGS 
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DESIGN NO. 8216 



Composed of Cornice 4197, Filler 4674, Panels 4273, 4276, 4278 

Average price $8.90 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS International Stb.l^jiiHrj* Construction Company. 
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DESIGN NO. 8210 Composed of Cornice 4354, Filler 4348, Border 4343, 4347, 4447, Field 4342, Center 4386 

Average price $8.85 per square, not including furring strips Re- Pressed Bead Joints and 

Note— Price varies with size and shape of room Die-Cut Nail Holes 



INTERNATIONAL STEEL AND IRON CONSTRUCTION COMPANY. 
EVANSV1LLE, IND, 



ARTISTIC METAL CEILINGS 
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DESIGN NO, 8209 



Composed of Cornice 4354, Filler 4348, Border 4447, Field 4342 

Average price $8.85 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC M ETAL CElLl NGS Internat.onal Steel^dJron Construction COMPANY, 




! 



Design No. 8113 



Composed of Cornice 4197, Filler 4807, Border 4306, Field 4162 

Average price $8.80 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



inTE , N at 10 nal SrBEL E \™l«™ E c °*™^« company, ARTISTIC METAL CEILINGS 




DESIGN' NO. 8246 



Composed of Corince 4619, Filler 4552, Border 4604, Field 4«02 
Average price $S.80 per square, not including furring strips 
Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and'Iron Construction Company. 

EVANSVILLE, IND. 
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DESIGN NO. 8217 



Composed of Cornice 4197, Filler 4574, Field 4273, 4275, 4278 

Average price $8.65 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 



International Steel and Iron Construction Company. ARTISTIC METAL CEILINGS 

EVANSVILLE, IND. 
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DESIGN NO. 8268 



Composed of Cornice 4197, Filler 4574, Field Panels 4273 

Average price $8.65 per square, not including furring strips 

Note— Price varies with size and shape of room 



Re-Pressed Bead Joints and 
Die-Cut Nail Holes 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansv1lle, ind. 




design No. 83oi 



Composed of Cornice 4836, Field 4669 

Average price $7.86 per square, not including furring strips 

Note — Price varies with size and shape of room 



| NT EKMATlONAL STEEL^ ANDIRON CONSTRUCTION COMPANY, ARTISTIC METAL CEILINGS 
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DESIGN NO. 8261 



Composed of Cornice 4293, Field 4670 

Average price $7.70 per square, not including furring strips 

Note— Price varies with size and shape of room 



u 



ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansv1l1e, ind. 
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DESIGN NO. S165 

Composed of Cornice 4354, Wall Plate 4670, Rail 4353, Wainscot 43S7 

Average price $7.90 per square, not including cornice 

Note— Prices vary with heights of rooms 



DESIGN NO. 8167 

Composed of Cornice 4354, Plate 4673, Rail 4353, Wainscot 4387 

Average price $8.00 per square; not including cornice 



INTERNATIONAL STEEL AND IRON CONSTRUCTION COMPANY, 
EVANSVILLE, IND. 



ARTISTIC METAL CEILINGS 
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WALL DESIGNS 



DESIGN NO. 8170 

Composed of Cornice 4197, 

Wall Plate 4669, 

Rail 4538, 

Wainscot 4387 

Average price $8.16 per square, 
not including cornice 



DESIGN NO. 8166 

Composed of Cornice 4354, 

Plate 4254, 

Rail 4538, 

Wainscot 4387 

Average price $8.35 per square, 
not including cornice 



Note-Prices vary with heights of rooms 
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DESIGN NO. 8170 



DESIGN NO, 8166 
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ARTISTIC METAL CEILINGS International Steel and Iron Constructs Company 



EVANSVILLE, IND. 
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DESIGN NO. S168 DESIGN NO. 8147 

Composed of Cornice 4197, Frieze 4198, Wall Plate 4142, Rail 4538, Wainscot 4387 Composed of Cornice 4411, Wall Paper 4373, Rail 4414, Wainscot 4374 

Average price $8.50 per square, not including cornice Average price $8.80 per square, not including cornice 

Note— Prices vary with heights of rooms 



International Steel and Iron Construction Company, 
evansville, ind. 



ARTISTIC METAL CEILINGS 
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DESIGN NO. 8155 DESIGN NO. S159 

Composed of Cove 4394, Foot Mold 4393, Wall Plate 4397, Rail4393, Wainscot 4387 Composedof Cornice4640 Frieze4620,Wall Plate4621,Rail4ti22, Wainscot 4624 
Average price $9.00 per square, not including cove and foot mold Average price $9.25 per square, not including Cornice 

Note — Prices vary with heights of rooms 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 

EVANSVILLE, IND. 




No. 4765 Ceiling Plate 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 































No. 4142 Ceiling Plate 24 x 48 in. 

$S.00 per square Also made 24 x 24 in. 
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No. 4802 Ceiling Plate 24 x 48 in. 

$8.00 per square Also made 24 x 24 in. 
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No. 4740 Ceiling Plate 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 



No. 4674 Beaded Sheet 
$7.50 per square 



Made 24 x 9li in. 
or 24 x 48 in. 



No. 4146 Ceiling Plate 24 x 48 in. 

$8.00 per square Also made 24 x 24 in. 



international Steel and Iron Construction Company, 

EVANSVILLE, iNU. 



ARTISTIC METAL CEILINGS 
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No. 4267 Ceiling Plate 24 x 48 in. 

$8.50 per square Also made 24 x 24 in. 
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No. 4254 Ceiling Plate 24 x 48 in. 

$8.00 per square Also made 24 x 24 in. 









1111 




No. 4209 Ceiling Plate 24 x 48 in. 

$8.50 per square Also made 24 x 24 in. 




No. 4177 Ceiling Plate 
$8.00 per square 



2J x 48 in. 
Also made 24 24 in. 



No. 4207 Ceiling Plate 24 x 48 in. 

$8.50 per square Also made 24 x 24 in. 



No. 4804 Ceiling Plate 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 
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No. 4503 Ceiling Plate 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 
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No. 4377 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. and 12 x 12 in. 
$9.00 per square 12x12 in. size $10.00 per square^ 



ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansv1lle, ind, 





No. 4485 Ceiling Plate 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 



LOCK 



No. 4943 Ceiling Panel 

$11.00 per square 



24 x 24 in. 



TONGUE 




This construction is furnished in Ceiling Designs 

Nos. 8271 and 8132 and in Ceiling Plates 

No. 4943 when desired 



.^v,»r <;teel and Iron Construction Company, 
International ste* EVANSV|l LE , ND 



ARTISTIC METAL CEILINGS 
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No. 4395 Ceiling Panel 24 x 48 in. 

$8,00 per square Also made 24 x 24 in. 




No. 4879 Ceiling Panel 24 x 48 in. 

$9.00 per square Also made 24 x 24 in. 




No. 4641 Ceiling Panel f in. deep 24 x 4S in. 

Also made 24 x 24 in. and 12 x 12 in. 
$8.50 per square 12 x 12 in. size $9.50 per square 




No.'4225 Ceiling Panel § in. deep 24x48 in. 
$8.00 per square Also made 24x24 in. 




No. 4733 Ceiling Panel 



\\i in. deep 
$9.50 per square 



24 x 48 in. 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 
evansville, ind, 





No. 4732 Ceiling Panel H in. deep 24x48 in. 
$9.50 per square Also made 24 x 48 in. 



No. 4615 Ceiling Panel 2 in. deep 24 x 24 in. 
$11.00 per square 
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No. 4690 Ceiling Panel 2\ in. deep 
$12.00 per square 



27 x 27 in. 
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No. 4793 Ceiling Panel f in. deep 24 x 48 in. 

Also made 24 x 24 in. and 12 x 12 in. 
$9.00 per square 12x12 in. size $10.00 per square 



^ 




No. 4351 Ceiling Panel 1 in. deep 
$9.00 per square 



24x24in. 



No, 4697 Ceiling Panel 2| in. deep 
$12.00 per square 



24x24 in. 



, NTfc -RNAT,oNAL Steel e andiron Construction Company, 



ARTISTIC METAL CEILINGS 




No. 4.S0G Filler 



LOO per square 



24 x 48 in. 
Also made 24 x 96 in. 




No. 4805 Filler 



$8.00 per square 



24x48 in. 




No. 4552 Filler 



$8.00 per square 



24 x 48 in. 
Also made 24 x 96 in, 




No. 4499 Filler 



24 x4Sin. 



8.00 per square 
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ARTISTIC METAL CEILINGS 1 



International Steel and Iron Construction Company, 
evansville, inu. 




No. 4551 Filler 



24 x 48 in. 



S.00 per square 




No. 4807 Filler 



$8.00 per square 
Width of center ornament 6 in. 



24 x 48 in. 
Also made 24 x 06 in. 




No, 4630 Frieze 



16 x 48 in, 



12 cents per lineal foot 




No. 4317 Border 



$8.50 per square 



18 x 48 in. 
Also made 18 x 94 in* 



[NTBRNAT.ONAL STEEL AND IRON CONSTRUCTS COMPANY, ARTISTIC METAL CEILINGS 
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No. 4420 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 
or 24 x 72 in. 
$8.60 per square 



No. 4666 Wall Plate 24 x 48 in. 

Also made 24 x 06 in. 
or 24 x 72 in. 
$9.00 per square 



No. 4406 Diaper Pattern 24 x 48 in. 
Also made 24 x 96 in. 

$8.50 per square 



46 



ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 

EVANSVILLE, IND. 




No. 4665 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 
or 24 x 72 in. 
$9.00 per square 




No. 4373 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 
or 24 x 73 in. 
$8.60 per square 




No. 4536 Wall Plate 24 x 48 in. 

Also made 24 x 9<S in. 
or 24 x 72 in. 
$8.50 per square 



IWTHRNATIONAL STEEL AND IRON CONSTRUCTION COMPANY, 
EVANSVILLE, IND. 



ARTISTIC METAL CEILINGS 
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No. 4397 Wall Plate 24 x 4S in. 

Also made 24 x 96 in. 
or 24 x 72 in. 
$8.60 per rnuare 
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No. 4621 Wall Plate 24 x 4S in. 

Also made 24 x 96 in. 
or 24 x 72 in. 
$9.00 per square 




No. 41S7 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 
or 34 x 72 in. 
$8.00 per square 
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ARTISTIC METAL CEILINGS Int«matiohal Stbe^anMro^Co^structioh Compaiiv. 




No. 4634 Wainscot 24 x 30 in. 

$9.00 per square 




No. 4777 Wainscot 24 x 33 in. 

$9.00 per square 
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No. 4537 Wainscot 24 x 30 in. 

$9.00 per square 
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No. 4393 Wainscot Rail 



7 x 48 in. No. 4638 Wainscot Rail 



7 x 48 in. 



8 cents per lineal foot 



8 cents per lineal foot 



Fntbrnational.Steel and Iron Construction Company, ARTISTIC METAL CEILINGS 

cVANSViLLb, 1ND. 
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No. 4387 Wainscot 24 x 32 in. 

$8.50 per square 



No. 4375 Wainscot 

15 cents each 



6 x 30 in. 
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No. 4388 Wainscot 24 x 36 in. 

Also made 12 x 48 in. 
$8.50 per square 
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No. 4367 Wainscot Rail 



7 x 48 in. No. 4622 Wainscot Rail 



10 cents per lineal foot 



6 x 48 in. 



7 cents per lineal foot 
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ARTISTIC METAL CEILINGS 



International Steel and Iron Construction Company, 

EVANSVILLE, IND. 




No. 4306 Border 



24 x 48 in. 
Also made 24 x 24 in. 
$8.50 per square 




No. 4308 Corner 24 x 24 in. 

$8.50 per square 




No. 4610 Corner 18 x 18 in. 
26 cents each 




No. 4609 Border 



18 x 48 in. 



$9.00 per square 



International Steel and Iron Construction Company, ARTISTIC METAL CEILINGS 

EVANSVILLE, IND. nnMO " W HI6 Iflh W6IWIHIO 
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No. 44ti4 Mold 9 cents per lineal foot 



9 x 4S in. 



No. 4540 Mold 



S cents per lineal foot 



6 x 48 in. 
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No. 4595 Mold 



7 cents per lineal foot 



No. 4239 Mold 



cents per lineal foot 



tJ x 48 in 
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No. 4287 Mold 



6 cents per lineal foot 



6 x 48 in. 




No. 44t>3 Mold 



(i cents per lineal foot 



6 x 4S in. 




No. 4265 Mold 



5 cents per lineal foot 



1%. x 48 in. 




6 x 48 in. No. 4839 Mold 



5 cents per lineal foot 



4 x 48 in. 




No. 4457 Mold 



6 cents per lineal foot 




4^x48 in. No. 4889 Mold 



5 cents per lineal foot 



4 x 48 in. 
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No. 4585 Cornice 1%. in. projection lyi in. deep 48 in. long 

13 cents per lineal foot 




No. 4815 Cornice 



6K in- projection %% in - dee P 

12 cents per lineal foot 



48 in. long 




No. 4470 Cornice 



%y 2 in. projection 7% in. deep 

11 cents per lineal foot 



48 in. long 





No. 4585 Inner Mitre 60 cents each 





No. 4815 Inner Mitre 60 cents each No. 4815 Outer Mitre 





No. 4470 Inner Mitre 60 cents each .^No. 4470 Outer Mitre 




No. 4867 Cornice 3X in. projection Z%. in. deep 48 in. long No. 4671 Cornice 6 in. projection 5^ in. deep 48 in. long 

6 cents per lineal foot 12 cents per lineal foot 
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No. 4701 Cornice S in. projection 7}4 in. deep 4S in. long 

13 cents per lineal foot 





No. 4761 Inner Mitre 50 cents each No. 4761 Outer Mitre 






No. 4266 Cornice 



4# in. projection G% in. deep 48 in. long 

10 cents per lineal foot 
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No. 4190 Cornice 3 in projection 4 in. deep 48 in. long 

7 cents per lineal foot 
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No. 4261 Cornice 



3H in projection 4# in. deep 4S in. long 

7 cents per lineal foot 
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No. 4838 Cornice 2% in. projection 2>£ in. deep 48 in. long 

5 cents per lineal foot 





No. 4266 Inner Mitre 50 cents each No. 4266 Outer Mitre 





No. 4190 Inner Mitre 40 cents each No. 4190 Outer Mitre 



§ 



-|y iiiiiiH'i'i'iiiiiiriiiiifirii'iiiiin^imiiii'mrminp 

No. 4S47 Foot Mold 6 cents per lineal foot 2# x 48 in. 



No. 4218 Picture Mold (j cents per lineal foot 



2 x 48 in. 
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No. 419G Composed of Cornice 4197, Frieze 4198 

o% in. projection 17)4 in. deep 



\Jl \JJ t\_ Ll«Jll J- I / £. I 

19 cents per lineal foot 



< 12%' 







No. 4260 

12U in. projection 17^ in. deep 48 in. long 

22 cents per lineal foot 




No. 4G58 Cove 
Coved to 18 in. radius 27 in. girth 

24 cents per lineal foot 



48 in. long 





No, 4394 Cove 

Coved to 12 in. radius 24 in. girth 48 in. long 

18 cents per lineal foot 
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No. 4324 Center 24 x 24 in. 

60 cents each 




No. 41S0 Center 

%% in. drop 24 x 24 in. 

60 cents each 




No. 4386 Center 

1% in. drop 24 x 24 in. 

60 cents each 



No. 4487 Center 

2*4 in. drop 24 x 24 in. 

SO cents each 




No. 4013 Zinc Ventilating Center 4S x 48 in. 

Composed of Center 1013, Mold 4246 

$8.64 each 





No. 4003 Center 48 x 48 in. 

Composed of Center 41S0, Mold 4241 

$2.24 each 
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